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NATIONAL FOREWORD 

This Indian Standard (Part 3) which is identical with ISO 11677-3 : 1995 Textile machinery and 
accessories — Main dimensions of open end loop flat steel healds and their corresponding heald- 
carrying rods — Part 3: Carrying rods for healds with C- and J-shaped end loops' issued by the 
International Organization for Standardization (ISO) was adopted by the Bureau of Indian Standards 
on the recommendation of the Machinery for Yarn and Fabric Manufacture Sectional Committee and 
approval of the Textile Division Council. 

This standard supersedes IS 10626 : 1983 'Dimensions of heald carrying rods and 'C shaped end 
loops of flat steel healds' since it was based on ISO 6457 : 1982 Textiles machinery and accessories 
— Heald-carrying rods for 'C shaped end loops of flat steel healds — Dimensions' which has been 
replaced by ISO 11677-3 : 1995, 

Other parts of this standard are as under: 

Part 1 C-shaped end loops 
Part 2 J-shaped end loops 

The text of ISO Standard has been approved as suitable for publication as an Indian Standard without 
deviations. Certain conventions Bre, however, not Identical to those used In Indian Standards, 
Attention is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear referring to this standard, they should 
be read as 'Indian Standard'. 

b) Comma (,) has been used as a decimal marker in the International Standard, while in 
Indian Standards, the current practice is to use a point (.) as the decimal marker. 

In reporting the results of a test or analysis made in accordance with this standard, if the final value, 
observed or calculated, is to be rounded off, it shall be done in accordance with IS 2 : 1960 *Rules for 
rounding off numerical values (rewsec/)'. 
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Indian Standard 

TEXTILE MACHINERY AND ACCESSORIES — MAIN 
DIMENSIONS OF FLAT STEEL HEALDS WITH OPEN 

END LOOPS 

PART 3 CARRYING RODS FOR HEALDS WITH C- AND J-SHAPED END LOOPS 



1 Scope 

This part of ISO 1 1677 specifies the main dimensions 
and designation of heald-carrying rods for C- and J- 
shaped end loops of flat steel healds which are in ac- 
cordance with ISO 1 1 677-1 and ISO 1 1 677-2 

respectively. 

2 Normative references 

The following standards contain provisions which, 
through reference in this text constitute provisions 
of this part of ISO 11677. At the time of publication, 
the editions indicated were valid. All standards are 
subject to revision, and parties to agreements based 
on this part of ISO 11677 are encouraged to investi- 
gate the possibility of applying the most recent edi- 
tions of the standards indicated below. Members of 
lEC and ISO maintain registers of currently valid 
International Standards. 

ISO 11677-1:1994, Textile machinery and accessories 
-— Main dimensions of flat steel healds with open end 
loops — Part 1: C-shaped end loops. 



ISO 11877-2:1994, Textile machinery and accessories 
— Main dimensions of flat steel healds with open end 
loops — Part 2: J-shaped end loops. 



3 Dimensions 

The main dimensions of heald-carrying rods for flat 
steel healds with C- and J-shaped end loops shall be 
as shown in figures 1 and 2 respectively. 



4 Designation 

Example of designation for a heald-carrying rod for flat 
steel healds with C-shaped end loops: 

Heald-^nying rod ISO 11677-3 - C 

Example of designation for a heald-carrying rod for flat 
steel healds with J-shaped end loops: 

Heald-carrying rod ISO 11677-3 - J 
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Dimensions in millimetres 



Dimensions in millimetres 
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Figure 1 — Cross-section off heald-carrying rod 
for flat steel healds with C-shaped end loops 



Rgure 2 — Cross-section of heaM-carrylng rod 
for flat steel healds with J-shaped end loops 



Bureau of Indian Standards 

BIS is a statutory institution establislied under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any 
form without the prior permission in writing of BIS. This does not preclude the free use, in course of 
implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are 
also reviewed periodically; a standard along with amendments is reaffirmed when such review 
indicates that no changes are needed; if the review indicates that changes are needed, it is taken up 
for revision. Users of Indian Standards should ascertain that they are in possession of the latest 
amendments or edition by referring to the latest issue of *BIS Catalogue' and 'Standards: Monthly 
Additions'. 

This Indian Standard has been developed from Doc: No. TX 14 (0781). 

Amendments Issued Since Publication 

Amendment No. Date of Issue Text Affected 
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